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21 May 1954 


TOP SECRET " 

MEMORANDUM FOR THE MEMBERS OF USCIB ; 

Subject: U.K. Appointment of New ACOS(I), SACLANT. 

The following, received from the Senior U.K. Liaison Officer, 
under date of IS May 1954, is forwarded for your information and 
such action as may be deemed appropriate. 

"1. Captain J. B. FREMEN, R.N., is arriving in the States on 
10 July 1954 to take up his appointment as ACOS(l), SACLANT, replac- 
ing Captain Hawkins. 

”2. Please inform the appropriate U.S. authorities that he is 
cleared and indoctrinated for Special Intelligence." 
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